~ - 
3 Avgust 1954: 


10:00 ~ 10330, 


10:30 - 1300, 


10:30 
25X1A9a 


11:30 
25X1A9a 


12:00 
We 25X1A9a 


12:30 
25X1A9a 


1400 ~ 1500 
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_ SP™CIAL STUDY GPOUP Q.C.D. BRIEFING 


Room 1033, M-Puilding 


INTRODUCTORY RIMAPKS, 
25X1A9a 


Assistent Director — 

Denuty Asst Director 

Executive 

Riverside Stadium 

CIA LIBRAPY and INTELLOFAX SYSTEM 
GN. ta Librarian 
PE. rier 

INDUSTRIAL REGISTER 
M, Chief 

MACHINE DIVISION, and NEW DEVPLOPMENTS 
BR, cuicr 

Building 14 

GRAPHICS ogee 


PE ict 


The above schedule is subject to change in the event that ques- 
tions generated in the discussions indicate that a different pattern 
would be preferable. 
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